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DIRECTOR OF CENTRAL INTELLIGENCE 

Security Committee C. 


SECOM-A-262 
23 February 1984 


AGENDA 

Two Hundred and Seventy-first Meeting 
Wednesday, 7 March 1984, 10:00 a.m. 
Room 7D32, CIA Headquarters 


Preliminary Coiments 

ITEM 1 Approval of Minutes of 11 January 1984 Meeting 

ITEM 2 Subcommittee Reports 

Computer Security (results of threat analysis study) 

Compartmentation 

Physical Security 

R&D 

UDIS 

ITEM 3 SECOM Long Range Plan Group (report by Chairman) 

ITEM 4 New Business 
ITEM 5 Next meeting 


OFFICIAL USE ONLY 



Sanitized Copy Approved for Release 2010/10/06 : CIA-RDP87-00812R0001 0022001 7-5 



Sanitized Copy Approved for Release 2010/10/06 : CIA-RDP87-00812R0001 0022001 7-5 


25X1 



Sanitized Copy Approved for Release 2010/10/06 : CIA-RDP87-00812R0001 0022001 7-5 



